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E.O. 11652:N/A 

TAGS:ASEC 

SUBJECT:PERIMETER ALARM SYSTEMS - VOA MUNICH 

FRANKFURT FOR OIC/RTC, RSS; BONN FOR RSO; MUNICH FOR PSO, 

MR. W. RYNE (MANAGER VOA; FROM SY/OPS/T 

REF: A. PHONCON 31 MARCH PELCZYNSKI/DOIG, B. CONVERSATION 
AT MUNICH, NOURSE/HOLT 

1 . REQUEST RTC PROCEED WITH REQUESTED SURVEY FOR SUBJECT 
SYSTEMS. UNDERSTAND PROPOSAL WOULD INVOLVE THREE SEPARATE 
COMPOUNDS OF VOA MUNICH RELAY STATION; DETAILS WERE DIS- 
CUSSED REF (B). 

2. REPORT IN STANDARD TSR FORMAT. INCLUDE ICA/MGT/SP IN 
LIMITED OFFICIAL USE 
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DISTRIBUTION. 

3. IF PROPOSAL PROVES FEASIBLE, RTC WILL BE TASKED TO MAKE 
OR OVERSEE INSTALLATION. VANCE 
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